Quality Controlled Services 
Thomas Mall 

4513 E. Thomas Road., Suite 200 
Phoenix, Arizona 85018 
(602) 840-9441 

Dot Simon 

February 11th 

5:30pm Marlboro Regular 25-44 
7:45pm Switchers 25-50 

February 12th 

5:30pm Marlboro Lights 18-24 

RECOMMENDED HOTEL: Doubletree at the Scottsdale Mall. 


Source: https://www.industrydocuments.ucsf.edu/docs/frjj0004 



